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Supersedes: October 7, 1957 


Revision: A 
EQUIPMENT LIST Y-G 
FLY-AWAY KIT FOR 14-CHANNEL 
DATA REDUCTION EQUIPMENT 
RACK G 
MP | ' ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT.COST UNITS AMOUNT 
1 45180 Tube, Vacuum, 5814WA $ 2.75 10 $ 27.50 
2 20586 Resistor, Fixed, Deposited 
Carbon, 16K Ohm, 1/2 Watt, 
+ 1%, INTERNATLONAL RESISTOR 
CORP. No. DCC-16K | 40 3 1.20 
3 20622 Resistor, Fixed, Deposited 
Carbon, 7.5 Ohm, 1/2 Watt, 
+ 1%, AEROVOX No. CPS 1/2 -60 3 1.80 
\ 20597 Resistor, Fixed, Wirewound, 
with adjustable "slider" 
contact, 150 Ohm, 50 Watt, 
OHMITE No. 0566 1.13 2 1.13 
5 68046 Relay, SPDT, 115 V., 60 Cycle, 
POTTER-BRUMFIELD No. KRP5SA 7-67 2 7.67 
6 68054 Relay, DPDT, 4000 Ohm, SIGMA 
INSTRUMENT INC. No. 42R0z4000- 
ACG-SIL a TET a 7.75 
ic 55022 Diode, Germanium, 1198 1.65 2 3-30 
8 59122 Lamp, Neon, 5SNE2 85 10° 8.50 
9 59011 lamp, Panel, G. E. No. 328 29 10 2.90 
10 55962 Fuse, 15/100 Amp., 125 V., 3AG, 
Slo-Blo, LITTIEFUSE No. 313.150 «16 5 -80 
1l 25010 Capacitor, Electrolytic, 1OOMFD, ; 
25 V., CORNELL-DUBILIER No. BBR100-25 81 5 4.05 
12 25009 Capacitor, Electrolytic, Dual, 
10 X 10 MFD, 450 V., CORNELL- 
DUBILIER No. CD-CE2F-100R 2.31 5 11.55 
Reguasrnndt #| 
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EQUIPMENT LIST Y-G 


FLY-AWAY KIT FOR 14-CHANNEL 
DATA REDUCTION EQUIPMENT 
RACK G 


ESTIMATED 


NOMENCLATURE 


_ Capacitor, Electrolytic, 
4MFD, 450 V., CORNELL- 
DUBILIER No. BR445 $ 


Capacitor, Electrolytic, 
2000MFD, 50 V., MALLORY 
No. HC5020 


Switch, SPDT, MICROSWITCH 
No. 6AT2 


Resistor, Fixed, Wirewound, 
with adjustable "slider" 
contact, 75 Ohm, 50 Watt, 
OHMITE No. 0564 =. 


. Playback-Record Amplifier and 
Bias Amplifier Assembly, per 
R-W Dwg. No. 70001009 


Equalizer Unit, 15", 1" Tape, 
per R-W Dwg. No. 70001523 


Motor, Secondary Drive, A.C., 
115 V., 60 Cycles, Single phase, 
1800-3600 RPM, 1/75-1/40 H.P., 
(Ref. BODINE ELECTRIC CO. No. 
NCH-14) AMPEX No. 16057-13 


Motor, Rewind and Assembly, A.C., 
115 V., 60 Cycles, Single Phase, 
1600 RPM (Ref. BODINE ELECTRIC co. 
No. NC1-14) AMPEX No. AX1L6087-3 


UNIT 


1,300.00 2 


60.00 2 


166.00 1 


182.50 di? 
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Supersedes: October i: 1957 


Revision: | A 


NO. OF ESTIMATED 


COST 


9°25 


2.73. 


1.13 1 


2,600.00: 


120.00 


166.00 


182.50 
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